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Message Text 


UNCLASSIFIED 

PAGE 01 DOHA 01263 121058Z 

50 

ACTION COME-OO 

INFO OCT-01 NEA-10 ISO-OO EB-07 /018W 

102822 

R 121026Z NOV 75 
FM AMEMBASSY DOHA 
TO SECSTATE WASHDC 0989 

UNCLAS DOHA 1263 

E.O. 11652: N/A 
TAGS: BEXP QA 

SUBJ: MAJOR PROJECT: SUBCONTRACT FOR DOHA HOSPITAL 
REF: STATE 188864, DOHA 0981 

1. WE INFORMED THAT CHEMI - TRON HAS BEEN INVITED TO SUBMIT 
BID ON MEDICAL GAS SYSTEM FOR NEW DOHA HOSPITAL. AT LEAST TWO 
OTHER FIRMS ALSO COMPETING FOR CONTRACT, BRITISH OXYGEN AND 
AGA AKTIEBOLAG (SWEDEN). BID DEADLINE HAS BEEN EXTENDED TO 
DEC 13. 

2. TENDER DOCUMENTS STATE THAT FIRMS SUBMITTING BIDS MUST BE 
REPRESENTED BY QATARI COMPANY. WE PRESUME CHEMI - TRON HAS 
ALREADY SELECTED AGENT AND WOULD APPRECIATE IF DEPT COULD 
CONTACT CRAIG BRIDGEMAN AT CHEMI - TRON AND OBTAIN NAME OF 
AGENT. THIS INFORMATION HAS BEEN REQUESTED BY CONSULTANTS FOR 
PROJECT, LLEWELYN DAVIES. PLEASE ADVISE. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 NOV 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975DOFIA01263 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750393-0813 
From: DOHA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 975/newtext/tl 9751 151 /aaaabtnr.tel 

Line Count: 43 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 188864, 75 DOHA 981 
Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 AUG 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 AUG 2003 by chicheje>; APPROVED <27 FEB 2004 by ElyME> 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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Secure: OPEN 
Status: NATIVE 
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